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BPD-kLEO~-61 
21 duly 1961 


MEMORANEAM FOR: Audit Liaison Officer 


SUBJECT “Request for Audit otoatract No. 
EF-AP~1940 with The Firewel Company, Inc 


Sie. 1. Reference is made to Report of interim Audit of Contract 
Aotivities #779 with the subject Contractor. As indicated in this 
report finel audite of Contract No. HF-AP-19h0 have been made for 


the periods ending June 1960, and final billings 
Bee ee ees 1 dan Ros ware cecal <a 
respective periois. 


@ The Firewel now etates that the final billings for 
these periods should be $5,530.64 and $21,839.62 respectively, 
based on costs not recorded at time of audit. casks saliibair 
Contractor has aubmitted ita final billing under the contract for 
the perfod 1 July 1960 through completion, totaling $22,177.09. 


4. le eka p= -aregasened ar Sah ieiages gully purrs 
June 1959 and 3 Ame 1960 be reexamined to determine if the adjust- 
mente requested by the Contractor are proper. It is also requested 
that a final audit of the contract be made for the period 1 July 1960 
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